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TOWN OF NORTON, MASSACHUSETTS 


ELM STREET SEWER EXTENSION AND WATER MAIN IMPROVEMENTS PROJECT 


ADDENDUM NO. 2 


To be considered as part of the contract drawings and specifications for the Elm Street Sewer 
Extension and Water Main Improvements Project. 


GENERAL 


1. The bid opening date is changed to 11:00 a.m., prevailing time, on Thursday, October 10, 
2024. 


SPECIFICATIONS 


SECTION 00100 — ADVERTISEMENT FOR BIDS 


1. On page 00100-1 remove the second paragraph and replace with the following: 


“Sealed bids for construction of Elm Street Sewer Extension & Water Main Improvements 
Project for the Town of Norton, Massachusetts, will be received at the Norton Water/Sewer 
Department, 166 John Scott Boulevard, Norton, Massachusetts, until 11:00 a.m. prevailing 
time, on Thursday, October 10th, 2024 at which time and place said bids will be publicly 
opened and read aloud.” 


SECTION 00200 — INSTRUCTIONS TO BIDDERS 


1. On page 00200-2 in section 1. Receipt and Opening of Bids, remove the second 
paragraph and replace with the following: 


“Such bids addressed to the Town of Norton and endorsed “Bid for the Elm Street Sewer 
Extension & Water Main Improvements Project” will be received at the Norton Water/Sewer 
Department, 166 John Scott Boulevard, Norton, Massachusetts, until 11:00 a.m. prevailing 
time on Thursday, October 10th, 2024, at which time and place said bids will be publicly 
opened and read aloud. 


SECTION 01553 — UNIFORMED OFFICERS FOR TEMPORARY TRAFFIC CONTROL 


1. Insert the following after Section 1.02.A: 


“B. Costs for traffic control officers shall be paid directly by the Owner.” 


SECTION 02823 — ORNAMENTAL FENCE 
1. Remove Section 2.02.D in its entirety. 
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DRAWINGS 


CONTRACT DRAWING C106 
1. Insert the following after note 5: 


“6. THE CONTRACTOR SHALL PROVIDE ARBORVITAE PLANTINGS AS PART OF THE 
FINAL SITE RESTORATION AROUND THE PUMP STATION. FINAL PLANTINGS AND 
ARRANGEMENT SHALL BE SUBJECT TO APPROVAL OF THE ENGINEER. PLANTINGS 
SHALL INCLUDE 26 EASTERN RED CEDAR, ALL MINIMUM 5 FEET TALL.” 


CONTRACT DRAWING C502 
2. Insert the attached SK-2 drawing titled: “TYPICAL FENCE AND GATE DETAIL” 


ATTACHMENTS 


e SK-2 (Sheet C502) — Typical Fence and Gate Detail 
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